Message 

From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 9/23/2010 1:40:24 PM 

To: Long, Suzanne (DPH) [Suzanne.Long@state.ma.us]; Taugher, Helen (DPH) [Helen.Taugher@state.ma.us]; 

Popstefanija, Marija (DPH) [Marija.Popstefanija@state.ma.us]; Hanchett, James (DPH) 

[James.Hanchett@state.ma.us]; Salem, Sharon (DPH) [Sharon.Salem@state.ma.us] 

Subject: DPH Construction meeting 


Folk, 

We have a project meeting scheduled for today at 11:00. It will be held down on the 1 st floor of the 
building. There is not much on the agenda but if you want to attend please do. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 
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(F) 413-545-3684 
slobik@facil.umass.edu 
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